STINGRAY MACHINE PISTOL 

CONSTRUCTION PLANS 



.32 / .380 / 9mm PAK 



















Homemade 












Homemade 








Mgm 8" Bench Mount Drill Press, 5 Speed 
































































Silencer 
















































